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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 287016 
ORIGIN INT-05 

INFO OCT-01 ISO-OO EA-12 10-14 L-03 /035 R 

DRAFTED BY INT/DOTA:JJOHNSON:HB 
APPROVED BY INT/DOTA:RVANCLEVE 

024357 012225Z/61 

P 012136Z DEC 77 
FM SECSTATE WASHDC 

TO RESCOM NMI SAIPAN MARIANA IS PRIORITY 

UNCLAS STATE 287016 

E.O. 11652: N/A 
TAGS:SCUL, TQ 
SUBJECT:HOSPITAL IN SAIPAN 

DOTANO. 089-NMI 

1 . FOR RESCOM. PLEASE PASS TO JUAN 

LUZAMA. REFERENCE NOV. 30 CABLE RE HOSPITAL IN SAIPAN. 

WE ARE NOT AWARE OF ANY APPROPRIATION OR OTHER BILL 
PENDING BEFORE THE U.S. CONGRESS FOR THE CONSTRUCTION OF 
A NEW HOSPITAL IN SAIPAN FOR THE GOVT. OF THE NORTHERN 
MARIANA ISLANDS. MRS. RUTH G. VAN CLEVE, DIRECTOR, OTA, 

SENDS. VANCE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: FIOSPITALS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 01 -Dec-1 977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE287016 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JJOHNSON:HB 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770446-0519 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t197712103/aaaadkbb.tel 

Line Count: 40 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 47ebcefb-c188-dd11-92da-001cc4696bcc 
Office: ORIGIN INT 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 26-Jan-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 110606 
Secure: OPEN 
Status: NATIVE 

Subject: HOSPITAL IN SAIPAN DOTA NO. 089-NMI 
TAGS: SCUL, TQ 

To: RESCOM NMI SAIPAN MARIANA IS 
Type: TE 

vdkvgwkey : odbc://SAS/SAS.dbo.SAS_Docs/47ebcefb-c1 88-ddl 1 -92da-001 cc4696bcc 
Review Markings: 
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